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Approved  Code  No.  137 — Amendment  No.  1 
AMENDMENT  TO  CODE  OF  FAIR  COMPETITION 

FOR  THE 

WARM  AIR  FURNACE  MANUFACTURING 
INDUSTRY 

As  Approved  on  April  30,  1934 


ORDER 


modiftcatton  of  code  of  fair  competition  for  the  warm  alr 
Furnace  Manufacturing  Industry 

WHEREAS,  the  Code  of  Fair  Competition  for  the  Warm  Air 
Furnace  Manufacturing  Industry  was  approved  on  November  27th, 
1933;  and 

WHEREAS,  it  now  develops  that  Sub-Section  (d),  Section  3 
of  Article  II  thereof  inadvertently  failed  to  exclude  from  its  pro- 
visions, employees  covered  by  paragraph  (c)  of  said  Section  3  of 
Article  II,  due  to  an  error  in  transcribing  the  provision;  and 

WHEREAS,  it  was  the  intention  of  all  persons,  especially  those 
assenting  to  this  Code,  that  said  Sub-Section  (d),  Section  3  of 
Article  II,  read  as  follows: 

"All  employees,  except  office  employees  and  except  employees 
covered  by  Paragraphs  (a),  (b)  and  (c)  of  this  Section  3,  who  work 
more  than  eight  (8)  hours  in  any  twenty-four  (24)  hour  period, 
or  more  than  forty  (40)  hours  per  week,  shall  be  paid  not  less  than 
one  and  one  half  times  their  normal  pay  for  said  excess," 

NOW,  THEREFORE,  on  behalf  of  the  President  of  the  United 
States,  I,  Hugh  S.  Johnson,  Administrator  for  Industrial  Recovery, 
pursuant  to  authority  vested  in  me  by  Executive  Orders  of  the 
President,  including  the  Executive  Orders  of  July  15,  1933  and 
December  30,  1933,  and  otherwise,  in  order  to  correct  the  mistake 
hereinabove  mentioned,  do  hereby  order  that  said  Sub-Section  (d), 
Section  3  of  Article  II,  shall  hereafter  stand  approved  as  hereinabove 
set  forth  and  prescribed,  unless  any  interested  party,  within  ten 
days  of  the  date  of  this  Order,  shall  object  and  show  good  cause 
why  the  above  correction  should  not  be  made,  otherwise  said  provi- 
sion will  hereafter  stand  aproved  in  the  language  above  prescribed. 

Hugh  S.  Johnson, 
Administrator  for  Industrial  Recovery. 

Approval  recommended : 
A.  R.  Glancy, 

Division  Administrator. 

Washington,  D.C., 

April  30,  1934. 
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UNIVERSITY  OF  FLORIDA 


3  1262  08850  3072 


REPORT  TO  THE  PRESIDENT 

The  President, 

The  White  House. 

Sir:  This  is  a  report  on  a  correction  of  Subsection  (d),  Section 
3  of  Article  II  of  the  Code  of  Fair  Competition  for  the  Warm  Air 
Furnace  Manufacturing  Industry. 

This  Code  was  approved  by  me  on  November  27,  1933  without 
exempting  watchmen  from  the  provision  by  which  time  and  one-half 
shall  be  paid  for  hours  worked  in  excess  of  the  maximum  hours  pro- 
vided in  the  Code.  This  Modification  is  for  the  purpose  of  correct- 
ing this  inadvertance. 

For  this  reason,  this  Modification  of  said  Code  has  been  approved 
by  me. 

Respectfully, 

Hugh  S.  Johnson, 

Administrator. 
April  30,  1934. 
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